•12**HZ.T*'SYHNW9S8I 


ROYAL ASTRONOMICAL SOCIETY 


Yol. XYII. December 12, 1856. No. 2. 


Manuel J. Johnson, Esq., President, in the Chair. 

Frederick John Evans, Esq. K.N., Superintendent of the 
Compass Department, Admiralty, 

was balloted for and duly elected a Fellow of the Society. 


Results of the Observations of Small Planets made at the Royal 
Observatory , Greenwich , chiefly in the Month of November , 1856. 

(Communicated by the Astronomer Royal.) 


Melpomene. 


Mean Solar Time of Observation. 

Apparent R.A. 

Apparent N.P.D, 

1856, Nov. 8 

h m s 

II IO 20*9 

h m s 

2 23 36*70 

0 / // 

96 57 58*84 

14 

10 42 50*0 

2 19 40*56 

97 5 29*91 

27 

9 46 13*8 

2 14 10*39 

96 32 0*57 

29 

9 37 58' 1 

2 13 46*46 

96 21 58*45 


Fortuna. 


Mean Solar Time of Observation. 

Apparent R.A. 

Apparent N.P.D. 

h m s 

1856, Nov. 14 8 23 26*8 

27 7 47 8*o 

h. m s 

O 9 56*14 

O 14 4499 

0 / // 

88 35 25*08 

88 18 2*15 
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22 Observations of Small Planets at the Royal Observatory . 


Eunomia . 


Mean Solar Time of Observation. 

Apparent It. A. 

Apparent N.P.D. 

1856, Nov. 14. 

h m s 

8 50 38*8 

h m s 

0 27 iroi 

0 / // 

65 50 48*67 

27 

8 1 51*4 

0 29 30*80 

67 26 37*57 

29 

7 54 5 ** 2 

0 30 22’60 

67 39 7*40 

Dec. 3 

7 41 12*8 

0 32 28-10 

68 1 56*79 ; 

i 


Massilia. 


Mean Solar Time of Observation. 

Apparent It.A. 

Apparent N.P.D. 

h m s 

1856, Nov. 14 10 49 40*9 

2 9 9 39 35*9 

Dec. 1 9 30 42*6 

h m s 

2 26 32*60 

2 1 5 2 4’53 

2 14 22*85 

0 / n 

75 53 4^’ 2 3 

76 54 14*52 


Amphitrite. 


Mean Solar Time of Observation. 

Apparent It.A. 

Apparent N.P.D. 

li m s 

1856, Nov. 5 13 14 9*9 

li m s 

4 15 56*34 

O / H 

59 37 5 6 * 7 i 

14 12 30 1-6 

4 7 9*78 

59 33 43*83 

27 II 24 40*4 

3 5 2 53 * 16 

59 5 1 3*79 

28 II 19(39*3) 

1 

. | 

; | 

59 53 2 6’88 

29 II 14 38*8 

3 50 43*03 

59 55 57*95 ■ 

Dec. 1 11 4 39*1 

3 48 34*76 

60 1 20*78 


Lutetia. 


Mean Solar Time of Observation. 

Apparent R.A. 

Apparent N.P.D. 

li m s 

li m s 

0 10 

1856, Nov. 5 14 5 7*2 

5 7 2*03 

68 26 35-22 

28 12 12 (58*8) 


68 32 51*42 

29 12 7 59*8 

4 44 12*73 



It is very doubtful whether any of the aboye places are those of the planet 

Lutetia . 
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